OPERATING MANUAL 


Operation : Turn on the power slide switch. 

Clear : To clear the display, press the JjCj 

key once. 

To c lear a last entry error, press the 
| CE I key once. 

To change sign : To chang e th e sign of a number, 
press the | CS^j key. It changes the 
sign of a n umb er from It’s original. 

To store memory : Press the | M+] key to get a number 
possively stored In memory and tne 
i M—'l key to get a number negatively 
stored in mem ory. 

To recall memory ; Press the |MR 1 key to recall the 
stored memory. If a posslve memory, 
and a negative memory are stored, it 
gives the computed value of the 
memory. 

To clear memory : Press the [ MC~| key once. 


Examples : 
24 +■ 16 
24 — 16 

24 + 16 — 10 
2.4 x 3 

2.4 4- 3 
2* 

2 3 

200 x 4% 

200 + 4% 

200 — 4% 

2 + 5 
6 + 5 

3 + 5 
6x5 
3x5 
9x5 

25 r 5 
37 4- 5 
48 4 - 5 

(5 x6)-(2 x 3) 





